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1 ApxrO. 19545 


25X1 A 


Hmr Sid. 

Reference ie tsmdm to your neiaoraBduBi of ZL 195^^ en^^eot. 

Filters for Drift Sl#it le»t BqaellffiSit'', "i^t ItrSda- 

Hlraer be sutborieed to fbur fUtez^ aad »«v®si iaveerters. 


Gcmtract uKl coveamge fbr the above has been dlscvassed vlth 

|and It l»s bs«i agreed tSiat the fiumligsiiag of the 
iiit»ers aacL inverters «ftiouia cov«Kred by a FrQdiieti<si Met 
under Call Ctmtract Ko. Hl’»cn!«€95 and the izuftallatlm a€ the 
filters should be imder T & M <^arta?act Ho* @C-56-/tS. 

In viev of the above, it is ra^iested tSat a t^mfixmlag 
'Productlott List” and a "Work Order Request " be Isstied by WBAKA. 

Regards, 


Dsn 


25X1A 

25X1A 

25X1 A 


PS/DCI:| 



Distribution: 


Orlg. -[ 



. 'i 2,. - 


CT - HF-CT-695 

3. - 


T«6M - SC-56-42 


4. - ProJ. Chrono (RI) 
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21 March 1958 


SUBJECT: Filters for Drift Sight Test Equipment 
TO: Contracting Officer 


25X1 A 


It is requested that authorization be given to Perkin-ELner 
to supply four filter units which will be used with the drift 
sight test equipment. Cost of the unit is estimated at less than 
$100.00. Its purpose is to filter out impurities in the field bench 
line current before the current enters the transistorized inverter, 
thus providing further protection to the inverter against burning 
out. One filter will be installed on the drift sight test set ILLEGIB 
presently at the contractor’s facility. The three remaining filters 
either will be shipped to the using organization as field modification 
kits or Installed on the other test sets at such time as they are 
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